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COVID-19: Metro has adjusted service in response to COVID-19 and face masks are required, per federal 
law, on all buses and trains. >> 





The Process 


Project Timeline 


2007 


Metro initiated an Alternatives Analysis (AA) Study that identified and analyzed 36 routes for the Regional Connector. 
After technical analysis and extensive community input, the study yielded two "build" alternatives which utilize Light 
Rail Transit (LRT) technology as well as two required alternatives, the No-Build and Transportation System 
Management alternatives. 


2009 


Metro Board of Directors authorized further study of four alternatives in the next phase, the Draft Environmental 
Impact Statement/Report (Draft EIS/EIR). During this environmental phase, the Metro Board added a fifth alternative 
in response to community input. During this process, Metro assessed the potential impacts of the alternatives and 
developed possible mitigation measures. 


2010 
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; Metro staff developed the Draft EIS/EIR, releasing it for community review in September 2010, After an extensive 
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Preferred Alternative (LPA) with three new Stations: Little Tokyo/Arts District, Broadway and Grand Ave. 


2011 


Metro will continue to meet with key stakeholder groups to further develop the Mitigation Monitoring Program and 
complete the Final EIS/EIR. The Final EIS/EIR will include refinements to the LPA, incorporation of input submitted 
during the Draft EIS/EIR comment period, and completion of the Mitigation Monitoring Program. FTA authorizes 
entry into Preliminary Engineering (PE). Station design efforts will begin. 


2013 


In concert with stakeholder meetings, Final Design of the Regional Connector is expected to continue through 2013. 
Final Design includes the alignment and station designs. 


2014 


At the conclusion of Final Design, construction on the Regional Connector could begin. The Mitigation Monitoring 
Program would begin implementation. 


2019 


Metro anticipates the completion of construction for the Regional Connector, and the lines are in service. 
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Mon-Fri 6:30am to 7pm | Sat/Sun 8am to 4:30pm 


Tap Customer Service 


866.TAPTOGO 


Mon-Fri 8am to 4:30pm | Taptogo Website (https://www.taptogo.net) 


Transit Watch 


METRO SECURITY 888.950.7233 


24 hours | Report an Issue 
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Agency Links... 
Help & Contacts (/about/contact/} 


Customer Centers 
(/about/contact/#customer- 
centers) 


Metro Careers (/about/careers/) 


Board Meetings 
(https://boardagendas.metro.net/) 





Board Recap of Actions 
(/about/board/recap-actions/) 


Media (/news/media-relations- 
contact-information/) 


Investor Relations 
(https://www.metrobonds.net) 


Suppliers + Contractors 
(http://business.metro.net) 


Open Data + Developers 
(http://developer.metro.net) 








accessibility (/riding/riders-disabilities/) 
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Nextrip Arrivals (/riding/nextrip/) 


Alerts + Advisories 
(/service/advisories/) 








Schedules & Maps 
(/riding/schedules/) 


Comment Policy 
(http://thesource.metro.net/2010/09/08 
sources-comment-policy) 


o 


cita faadhacl (/ructamarcammante)\ | cita man (/ahaiut/cita_infarmatian/citaman/\ | tarme af ica (/ahaiit/cita_infarmatian /canvricht/\ 
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